OUR  LADY'S  SHRINE  -  MARIST  FATHERS 
Isabella  St.,  Boston,  Mass. 

Popular  lower  church  of  Our  Lady  of  Victories,  near 
John   Hancock  and  Statler-Hilton. 
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